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he simply weald act aaewer the correspondence unless he received 
further word and, in such event, he would answer along tits lines 
that he had investigated t he matte r thoroughly and found no evidence 
to support the chargee by| land, in fact, his Investigation had 

led him to believe that the contrary was true. 


5. Legislative Counsel, accompanied by 
appeared in open session to respond to questions from a Subcommittee 
of House Post Offics and C4vU Sorvicss Cemmittss conducting hearings 
on H. B. 5007. W> wars able to respond without difficulty to the 
questions put and tbs Subcommittee generally seems favorable to tbs 
bill. See Memorandum for the Record. 


b. The Director met with Congressmen Emilio Q. Dodder io 
(O. , Com. 1 fas the Director’s office. Present were: 


the Record. 


and Lawrence R. Houston. See Memorandum for 


7. Colonel Ware telephoned and read to me a proposed letter 
to be signed by General Michaells, Director of Army LhL, to various 
individuals who have inquired regarding the matter. 1 thought 


the letter was esceUant and Colonel Ware ashed that I held myself 
available to accompany him when the letters are head delivered. 


JOHN S. WARNER 
Legislative Counsel 
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